Thompson - Hardy District 


* 

Thompson 

2016-2017 

Hardy 

2016-2017 

Combined 
# of Students 

Needed Classrooms 

For average class size of 
no more than 23 (3-5) 
no more than 22 (K-2) 

Change in 
# of 

classrooms 

Grade 5 

25 

24 





24 

23 

120 

(5.3) 6 

+1 



24 




Grade 4 

21 

22 





20 

20 

143 

(6.2) 7 

0 


20 

20 





20 





Grade 3 

25 

21 

140 

(6.1)6 

0 


24 

23 





24 

23 




Grade 2 

21 

20 

162 

(7.4)8 

0 


19 

20 





20 

21 





21 

20 




Grade 1 

20 

22 

168 

(7.6)8 

0 


20 

22 





21 

22 





21 

20 




K 

NA 

( 4 ) 

NA 

( 4 ) 


NA 


Needed 

Classrooms 

21 

21 



+1 

Available 

Classrooms 

19 

19 

21 

21 





*assumes no increase from 2015-2016 






